LOS  ANGELES  FIRE  DEPARTMENT 

Fire  Weather  Forecast 


High  Temperature 

61 

Low  RH 

49 

Wind  Direction 

N 

Wind  Speed 

12 

Fireline  Intensity 

29 

Ignition  Component 

12 

Flame  Length 

1.8 

BURNING  INDEX 

18 

RATING 

Low 

1-hour  Fuel  Moisture 

9.4 

River 

2 

Red  Flag 

No 

for  Saturday,  December  1.  2018 


Bl 

RATING 

0  to 

37 

Low 

38  to 

47 

Moderate 

48  to 

110 

High 

111  to 

161 

Very  High 

162+ 

EXTREME 

wind  >=  25  mph 
RH  <=  15% 

RED  FLAG  ALERT 

Assistant  Chief  Command  Team(s)  (722,  742) 

No 

Battalion  Command  Team(s)  BC  701, 705,  710,  711 

No 

Emergency  Incident  Technicians  (2,  6,  17) 

No 

Ready  Reserve  Engines 

No 

Staff  200  Series  Engine(s) 

No 

BP's  (8,  19,  23,  41, 44,  47,  74,  78,  82,  84,  99,  109) 

No 

Type  III  Strike  Team  OR  Type  III  Engine(s) 

No 

Type  III  Strike  Team  Leader  (ST  1880C) 

No 

Water  Tenders  (77,  88) 

No 

Pre-Deploy  Engine(s) 

No 

HLCO  Officer  &  Pilot 

No 

Pre-Deploy  3  Engine  TF(s) 

No 

Helitac  members  (3) 

No 

Develop  S/T  Contingency  Plan 

No 

Dozer(s)  (D-8  or  D-4) 

No 

Degraded  Mode  7  (Add  Eng  to  SF) 

No 

ROSS  administrator  at  MFC  (1) 

No 

Degraded  Mode  8  (No  RA  on  SF) 

No 

MFC  dispatcher  (1) 

No 

Cal  OES  Matrix  Submission 

No 

Cancel  On-Duty  Training 

No 

Cancel  EMT  Recertification  Training 

No 

Red  Flag  Parking  Enforcement  Program 

No 

CERT  Community  Fire  Patrol(s) 

No 

CERT  Hydration  Unit(s) 

No 

Swift  Water  Deployment 

No 
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